


When the Wolf Cries

by KandaceK



Category: Sentinel
Language: English
Status: In-Progress
Published: 2000-06-29 09:00:00
Updated: 2000-06-29 09:00:00
Packaged: 2016-04-27 22:03:10
Rating: K
Chapters: 1
Words: 17,466
Publisher: www.fanfiction.net
Summary: A possible second part ending to "Sentinel, Too" part 1





	When the Wolf Cries

